142     DOCKETED ITEMS

-9106180200      Requests      withholding      of      proprietary      info      from      public
disclosure.Nonproprietary safety evaluation.description of proposed plant mods for
RTD bypass sys removal & setpoint for RTD bypass sys removal end
DIPiAZZA.R.P. Westinghouse Electric Corp. 91/05/10. MURLEY.T. Document Control
Branch (Document Control Desk). 45pp. 58174:021-58174:066.

-9106180204 Proposed Tech Specs revising Tech Specs Tables 2.2-1,4.3-1 & associat-
ed bases to accomodate replacement of existing RTD bypass sys w/RTD thermowell
sys.
* Wolf Creek Nuclear Operating Corp. 91/06/11. 9pp. 58174:067-58174:077.

9106270131 Application for amend to license NPF-42,revising Tech Spec 4.6.2.3 &
bases to reduce min required cooling water flow to containment cooling units during
accident conditions.

RHODES.F.T. Wolf Creek Nuclear Operating Corp. 91/06/21. Document Control
Branch (Document Control Desk). 18pp. 58254:309-58254:331.

-9106270138 Proposed tech specs 4.6.2.3, "Containment Cooling Sys," & affected
Tech Spec Bases to reduce min required cooling water flow to containment cooling
units during accident conditions.
' Wolf Creek Nuclear Operating Corp. 91/06/21. 3pp. 58254:328-58254:331.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15,
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106040413 Responds to NRC Itr re violations noted in Insp rept 50-482/91-01.Correc-
tive actions:improved process for statusing & tracking items undergoing reportability
evaluation implemented.

BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 91/05/29. Document Control Branch
(Document Control Desk). 5pp. 57999:249-57999:253.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106050040 Advises that insp rept 50-482/91-12 cancelled & no insp rept will be
issued.

COLLINS,SJ. Recion 4 (Post 820201). 91/05/31. WITHERS.B.D. Wolf Creek Nuclear
Operating Corp. 3pp. 57895:101-57895:103.

9106070221 Forwards amend 44 to license NPF-42 & safety evaluation. Amend revises
tech spec 4.7.8 to incorporate alternative snubber visual insp schedule as provided by
Generic Ltr 90-09.

PICKETT.D.V. Project Directorate IV-2. 91/05/31. WITHERS.B.D. Wolf Creek Nuclear
Operating Corp. 2pp. 57993:218-57993:239.

-9106070224 Amend 44 to license NPF-42,revising Tech Spec 4.7.8 to incorporate al-
ternative snubber visual insp schedule as provided by generic Itr 90-09.
DICK.G.F. Project Directorate IV-2. 91/05/31. 17pp. 57993:220-57993:236.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036. "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

R. Periodic operating reports & related correspondence

9106180438 Monthly operating rept for May 1991 for Wolf Creek Generating Station.W/
910611 Itr.

WILLIAMS.M.. RHODES.F.T. Wolf Creek Nuclear Operating Corp. 91/05/31. 7pp.
58172:015-58172:021.

S. Reportable occurrences, LERs & related correspondence

9106120111 LER 91-OQ6-00:on 910512,auxiliary feedwater actuation & control room
ventilation isolation occurred when power supply in ESF actuation sys failed.Caused
by faulty 15 volt power supply.Power supply replaced.W/910607 Itr.
WILLIAMS.M.G., BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 91/06/07. 5pp.
58146:270-58146:274.

9106260342 LER 91-007-00:on 910522,Tech spec violation occurred re inadequate test-
ing of component cooling water to reactor coolant pump thermal barrier check
valves.Cause undecided. Procedures reviewed.W/910621 Itr.

WILLIAMS.M.G.. BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 91/06/21. 4pp.
58256:038-58256:041.

V. Operator Examinations

9106060072 Notification of contract execution,mod 1 to task order 77, "Wolf Creek Nu-
clear Power Plant Initial Exam" to "Technical Assistance to Support Licensing Activi-
ties." Contractor: Sonalysts.lnc,

HUGHES.A. Division of Contracts & Property Management (Post 890205). NRC-03-89-
031. 91/05/24. SCHWINK.WJ. Office of Nuclear Reactor Regulation, Director (Post
870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 57931:167-
57931:169.

-9106060077 Ltr contract NRC-03-89-031,mod 1 to task order 77,increasing negotiated
task order ceiling to "Wolf Creek Nuclear Power Plant Initial Exam."
EDGEWORTH.PJ. Contract Administration Branch 1 (Post 900603) NRC-03-89-031
91/05/22. PETERSEN.LR. Sonalysts, Inc. 2pp, 57931:168-57931:169.

9106180348 Documents 910425 discussions re 910123 reexarn of individual licensed at
facility.Reexam results invalid since individual undergoing period of significant stress &
results should not be utilized in future licensing action.

BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 91/06/14. MARTIN,R.D. Region 4
(Post 820201). 1p. 58165:355-58165:355.

DOCKET STN-50-483 CALLAWAY PLANT, UNIT 1

F. Security, medical, emergency & fire protection plans

9106120265 EPIPs including.Rev 6 to index.general rules & Rev 6 to Index INDX
T210.0002/D157.

*  Union Electric Co. 91/05/22. 22pp. 58109:329-58109:350.

9106120365 Temporary Change Notice 91-0314 to Rev 6 to Procedure EIP-ZZ-00211,
"Field Monitoring Direction & Assessment" & Temporary Change Notice 91-0315 to
Rev 8 to Procedure EIP-ZZ-00223, "Fields Monitoring Operations."

*  Union Electric Co. 91/06/04. 7pp. 58109:027-58109:033.

9106240021 Forwards insp rept 50-483/91-06 on 910604-07.No violations noted.
GREGER.LR. Region 3 (Post 820201). 91/06/14. SCHNELL.D.F. Union Electric Co.
2pp. 58185:135-58185:154.

-9106240040 Insp rept 50-483/91-06 on 910604-97.NO violations noted. Major areas
inspected:annual emergency preparedness exercise.involving review of exercise sce-
nario & observation by six NRC representatives of key functions.
PLOSKI.T., SIMONS.H.,  CANIANO.RJ. Region 3 (Post 820201). 91/06/14. 18pp.
58185:137-58185:154.

9106260273 Forwards Rev 16 to physical security plan.Rev withheld (ref 10CFR73.21).
SCHNELL.D.F. Union Electric Co. 91/06/18. DAVIS.A.B. Region 3 (Post 820201).
3pp. 58238:211-58238:213.

P. Operating license stage documents & correspondence

9106040168 Requests that Missouri Dept of Natural Resources assume responsibility
for administering section 106 process for 3 sites within area of potential effect,
PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/05/21. MEHAN.G.T.
Jefferson City, MO. 2pp. 57894:111-57894:112.

9106040361 Requests that State of MO Dept of Natural Resources assume responsibil-
ity for administering section 106 process of Natl Historic Preservation Act for three
sites within area of potential effect at facility.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/05/21. MEHAN.G.T.
Missouri, State of. 2pp. 57894:319-57894:320.

9106070291 Forwards response to NRC/SAIC questions posed during 910509 telconre
station blackout.

SCHNELL.D.F. Union Electric Co. 91/05/31. Document Control Branch (Document
Control Desk). 11pp. 58017:104-58017:114.

9106210204 Forwards NRC 910521 Itr to State of MO Dept of Natural Resources re-
questing that dept assume responsibility for adminstering Section 106 process of Natl
Historic Preservation Act for three sites at plant.

LYNCH.M.D. Project Directorate III-3. 91/06/07. SCHNELL.D.F. Union Electric Co.
2pp. 58202:218-58202:221.

9106210271 Forwards 910521 Itr from State of MO Dept of Natural Resources request-
ing that dept assume responsibility for administering Section 106 process of Natl His-
toric Preservation Act for three sites at facility.

LYNCH.M.D. Project Directorate III-3. 91/06/07. KEEL.B.C.  interior. Dept. of. 1p.
58208:226-58208:228.

9106200060 Forwards Rev 14 to "Operating QA Manual."

SCHNELL.D.F. Union Electric Co. 91/06/11. Document Control Branch (Document
Control Desk). 4pp. 58203:001-58203:183.

-9106200063 Rev 14 to "Operating QA Manual."
SCHNELL.D.F., LAUX.J.V. Union Electric Co. 91/06/11. 285pp. 58203:005-58203:183.

9106240223 Requests voluntary participation by util in cognitive environ simulation re-
search project.

HANNON.J.N. Project Directorate III-3. 91/06/14. SCHNELL.D.F. Union Electric Co,
7pp. 58198:030-58198:036.

9106250172 Discusses 910604 & 05 manager meetings to evaluate nuclear safety per-
formance of operating reactors.fuel facilities & other matl licensees,
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/18. SCHNELL.D.F.
Union Electric Co. 3pp. 58209:354-58209:356.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106060231 Forwards safety insp rept 50-483/91-08 on 910316-0515.Two items identi-
fied appeared to be in violation of NRC requirements.

KNOP.R.C. Region 3 (Post 820201). 91/05/30. SCHNELL.D.F. Union Electric Co. 2pp.
58003:029-58003:038.

-9106060235 Insp rept 50-483/91-08 on 910316-0515.No violations noted. Major areas
inspected:LERs,operational safety verification & maint/surveillance conducted.
HAGUE.R.L. Region 3 (Post 820201). 91 /05/30. 8pp. 58003:031-58003:038.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.Wolf Creek Nuclear Operating Corp. 91/06/11. Document Control
